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25 YEAR RE-REVIEW 


STAT 

STAT 


MEMORANDUM FOR: THE ACTING DIRECTOR 

The attached proposed Certificate of Need 
has been requested by Mr. Fred S. Poorman, Acting 
Commissioner of Public Buildings, regarding an 
estimate of office space which would be required 
by this Agency in a proposed office building 


Request your signature (2), 


H. GATES LLOYD 
Acting Deputy Director 
(Support) 
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FORM NO. i« . REPLACES FORM 10-101 
1 AUG 54 ' ” ' WHICH MAY BE USED. 
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